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Acetone- and Alcohol-Water Mixtures 

Acetylene Torch Fire, Cuyahoga River (Ohio Inspection Bureau) 
Air Conditioning and Ventilating Fires 

Alcohol- and Acetone-Water Mixtures 

Alcohol Vapor Fire Death (Editorial) 

American and Foreign Cities, Fire Problems of (Boris Laiming) 
Atlanta School Exhibit 


Board of Directors Meetings: May 13, 1935 
June 24, 1935 
Jan. 18, 1936 
Photograph 
Boston Dwelling Fire, Back Bay 
Brooklyn Waterfront Warehouse Fire (NV. Y. Board of -Fire Underwriters) .. 
Building Codes and Fire Prevention Codes (Percy Bugbee and Horatio Bond) 


Cc 

California Forest Fires, Los Angeles County (Spence D. Turner) 
Canadian Fire Losses, 1934 (J. Grove Smith, Dominion Fire Commissioner) . . 
Capitol Fire, Oregon State (Oregon Insurance Rating Bureau) 
Chicago, Glidden Soybean Plant Explosion 

Hydrogen Plant Explosion 

Junior Fire Marshals 
Cigarette Scorches 


Cleveland. Cuyahoga River Fire (Ohio Inspection Bureau) 

Cold Metal Process Co. Fire, Youngstown (Ohio Inspection Bureau) 
Colton, Calif., Gasoline Fire 

Columbus, Ohio, Odd Fellows Building Fire 

Conflagration Map, 1935 

Conflagrations Since 1900 

Cook Paint and Varnish Co. Fire 

Cuyahoga River Fire, Cleveland (Ohio Inspection Bureau) 


Dallas Fire Loss Chart, 1930-1935 
Detroit Fire School Explosion 
Dilapidated Buildings, Omaha (Editorial) 
Removal of (Editorial)........ bMS had CULT RL aoe EK otal Dee 


Oil Heater, West Orange, N. J. (R. M. Cadman). 
Dwelling Houses, Fire Record 
Dwelling Inspection by Fire Departments (M. S. Blake) 


E 
Electric Wiring Inspection in Michigan (L. P. Dendel) 
Electrical Thawing of Frozen Water Pipes 
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Electrical Wiring Practices Abroad, Observations on (M. G. Lloyd) 3 209 
Exit Drills, Home (Editorial) 295 
Explosions: Cook Paint and Varnish Co 247 

Detroit Fire School 107 

Gas, Utica, N. Y 365 

Glidden Soybean Plant 233 

Hydrogen Plant, Chicago 

Rural Soybean Plant 

Three Grain Elevator 

Toy Balloon (Editorial) 


False Alarmist, Catching the (Editorial) 

Fatal Oil Heater Fire, West Orange, N. J. (R. M. Cadman) 

Fertilizer Plant Fire Record 

Fire Department; Dwelling House Inspection by (M. S. Blake) 
Personnel of American and Foreign Cities (Boris Laiming) 
Records (Percy Bugbee) 

Service to Neighbors (Editorial) 

Fire Losses; American and Foreign Cities (Boris Laiming) 
Canadian, 1934 (J. Grove Smith, Dominion Fire Commissioner) 
Dallas Fire Dept. Chart 
U.S., 1934 (National Board of Fire Underwriters) 


Fire Prevention and Building Codes (Percy Bugbee and Horatio Bond) 
Fire Protection Courses in Universities 
Fire Record—Air Conditioning and Ventilating Fires 
Dwellings 
Fertilizer Plants 
Paint and Lacquer Spraying 
Fire-Resistive Building Fire. Maison Blanche Building 
Fire School Explosion, Detroit 
Fire Service to Neighbors (Editorial) 
Fireworks Casualties and Regulation 
Flood and Fire (Editorial) 
Foreign and American Cities, Fire Problems of (Boris Laiming) 
Foreign Cities, 1934 Statistics of Fires (National Board of Fire Underwriters) 
Foreign Wiring Practices. Observations of (M. G. Lloyd) 
Forest Fires, Los Angeles County (Spence D. Turner) 
Frozen Water Pipes, Electrical Thawing of 


Gas Explosions; Hydrogen, Swift and Co., Chicago 

NUNN NN sg as a css o cb AO dah PRs a REG eb ocho Me SER Se Soe wENe 
Gasoline Explosion, Detroit Fire School 
Gasoline Fire, Colton, Calif 
Glidden Soybean Plant Explosion (D. J. Price and H. R. Brown) 
Government Building Fire, U. S. Post Office 
Grain Elevator Explosions, Three Interesting (H. R. Brown and D. J. Price) 


H 
Hay, Spontaneous Ignition of Chopped (Rvethe, Bradshaw and Hoffman).. 
Home_ Exit Drills (Editorial) 
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Hotel Fires; Lakewood, N. J. (Schedule Rating Office of New Jersey) 4 
Occidental Hotel, Muskegon, Mich. (Michigan Inspection Bureau).... 4 
Tacoma, Wash. (Washington Surveying and Rating Bureau) 

Westfield, Mass., Inn 
Hydrogen Plant Explosion, Chicago 
Hydrogen Explosion, Toy Balloons (Editorial) 


Individual Liability for Preventable Fires 
Inspections, Dwelling House (M. S. Blake) 


Lacquer and Paint Spraying Fire Record 
Lakewood, N. J., Hotel Fire (Schedule Ruting Office of New Jersey) 
Large Loss Fires, 1935 
Legal Adoption of Fire Rules (Editorial) 
Lightning Protection, Washington Monument (M. G. Lloyd) 
Los Angeles County Forest Fires (Spence D. Turner) 
Loss of Life by Fire, 1930-1935 
Loss of Life Fires—Second Quarter, 1935 
Third Quarter, 1935 
Fourth Quarter, 1935 
First Quarter, 1936 
Losses, Fire (See Fire Losses) 
Lubbock, Tex., Grain Elevator Dust Explosion 


M 
Maison Blanche Building Fire (Louisiana Rating and Fire Prevention Bureau) 
Meadowmere, N. Y., Fire 
Michigan, Electric Wiring Inspection in (L. P. Dendel) 
‘““Mulsifyre” System of Extinguishing Oil Fires (A. L. Brown) 
Muskegon, Mich., Hotel Fire (Michigan Inspection Bureau) 


N 
New Orleans, La. Maison Blanche Building Fire 
Wharf Sprinklers (Editorial) 
Newport News, Va., Grain Elevator Dust Explosions 
New York Dock Co.’s Warehouse Fire (N. Y. Bd. of Fire Underwriters).... 
New York, N. Y., Restaurant Fire Tragedy 
N.F.P.A. Objectives (Editorial) 


Observations on Wiring Practices Abroad (M. G. Lloyd) 
Occidental Hotel Fire, Muskegon, Mich. (Michigan Inspection Bureau) 
Odd Fellows Building Fire, Columbus, Ohio 
Oil Fires, Use of Water to Extinguish (A. L. Brown) 
Oil Heater Fire, West Orange, N. J. (R. M. Cadman) 
Omaha, Neb., Condemned Buildings (Editorial) 
Grain Elevator Dust Explosion 
One Hundred Conflagrations Since 1900 
Oregon State Capitol Fire (Oregon Insurance Rating Bureau) 


Paint and Lacquer Spraying Fire Record 
Paint and Varnish Co. Fire, Cook 
Peoria Whiskey Warehouse Fire 


348 
355 
226 
352 
361 

7 


194 
342 


49 
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Pipes, Electrical Thawing of Frozen Water 


Restaurant Fire, New York 
River Fire, Cuyahoga River, Cleveland (Ohio Inspection Bureau) 
Rural Soybean Plant Explosion (D. J. Price) 


Ss 
Salem, Oregon, State Capitol Fire (Oregon Insurance Rating Bureau) 
School Exhibit, Atlanta 4 
School Fire, Timnath, Col. (Mountain States Inspection Bureau) 
Soybean Plant Explosions; Glidden Company, Chicago 
Rural Plant, Momence, IIl 
Spontaneous Ignition of Chopped Hay (H. E. Roethe, M. A. Bradshaw and 
E. J. Hoffman) 
Sprinkler Tables, Annual 
Sprinklered Fires, Water Damage Following 
Sprinklers, New Orleans Wharf (Editorial) 
Stockton, Calif., Taylor Milling Co. Fire 
Swift and Co. Hydrogen Plant Explosion, Chicago 


Tacoma Hotel Fire (Washington Surveying and Rating Bureau) 

Taylor Milling Co. Fire, Stockton, Calif. (Bd. of Fire Und. of the Pacific).. 
Termite Fire Hazard (C. M. Stegner) 

Three Interesting Grain Elevator Explosions (H. R. Brown, D. J. Price).... 
Timnath, Col., Consolidated School Fire (Mountain States Inspection Bureau) 
Toy Balloons (Editorial) 


U. S. Post Office Building Fire 
University Fire Protection Courses 
Utica, N. Y., Gas Explosions 


Varnish and Paint Co. Fire, Cook 
Ventilating and Air Conditioning Fires 


Warehouse Fire; Brooklyn Waterfront (N. Y. Board of Fire Underwriters) .. 
Taylor Milling Co., Stockton (Board of Fire Underwriters of the Pacific) 
Whiskey, Peoria 

Warfare by Fire (Editorial) 

Washington Monument Lightning Protection (M. G. Lloyd) 

Washington, D. C. U.S. Post Office Bldg. Fire 

Water Damage Following Sprinklered Fires 

Water Pipes, Electrical Thawing of Frozen 

Water to Extinguish Oil Fires, The Use of (A. L. Brown) 

Westfield, Mass., Inn Fire 

West Orange, N. J., Oil Heater Fire 

Wharf Fires, Sprinklers in New Orleans (Editorial) 

Whiskey Warehouse Fire, Peoria 

Wiring Practices Abroad, Observations on (M. G. Lloyd) 

Wooden Shingle Roof Fires, Meadowmere, N. Y 

Wooden Shingle Roof, The 


Youngstown, Ohio, Cold Metal Process Co. Fire (Ohio Inspection Bureau).. 


223 


318 
363 
240 


42 
25 
69 
233 
240 


57 


169 
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